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Message Text 

CONFIDENTIAL 

PAGE 01 NEW DE 12450 030538Z 
ACTION OES-07 

INFO OCT-01 NEA-10 ISO-OO FEA-01 ACDA-07 CIAE-00 
INR-07 10-13 L-03 NSAE-00 NSC-05 EB-08 NRC-05 
DODE-OO ERDA-05 SS-15 SP-02 EA-10 /099 W 

081503 032106Z/73 

R 03053 1Z SEP 77 
FM AMEMBASSY NEW DELHI 
TO SECSTATE WASHDC 5844 
INFO AMCONSUL BOMBAY 

CONFIDENTIAL NEW DELHI 12450 

E.O. 11652: GDS 

TAGS: EMIN TECH IN JA US 

SUBJECT: REPROCESSING AGREEMENT WITH JAPAN 

1 . INDIA PRESS TODAY CARRIED REPORTS AND JAPANESE 
AMBASSADOR CONFIRMS THAT US AND JAPAN HAVE REACHED 
AGREEMENT PERMITTING JAPANESE TO REPROCESS USED 
URANIUM OVER A TWO-YEAR PERIOD. 

2. THIS AGREEMENT IS BOUND TO BE OF INTENSE INTEREST HERE 
AND MAY INFLUENCE THE FUTURE COURSE OF INDO-US 
NEGOTIATIONS. WE WOULD APPRECIATE ALL POSSIBLE INFOR- 
MATION AT EARLIEST POSSIBLE. 

GOHEF.N 


CONFIDENTIAL 
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